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EXPERIMENTAL AND PREDICTED CAVITATION PERFORMANCE OF 
80.6° HELICAL INDUCER IN HIGH-TEMPERATURE WATER 
by George Kovich 
Lewis Research Center 

SUMMARY 

The cavitatii^ performance of a stainless steel 80. 6° flat-plate helical inducer is 
evaluated in water at a rotative speed of 15 000 rpm. The net positive suction head 
(NPSH) requirements were determined over a range of water temperature from 308. 2 to 
470. 4 K (554. 7° to 864. 7° R) and a flow coefficient range of 0. 100 to 0. 120. A semi- 
empirical prediction method is used to compare predicted values of NPSH in water with 
experimental values over the temperature and flow coefficient range. The experimental 
cavitation performance of the stainless steel inducer is compared in water at room tem- 
perature with that of a same design aliuninum inducer which had also been operated in 
liquid hydrogen. Some differences existed between the predicted cavitation performance 
of the stainless steel inducer and the aluminum inducer measured in liquid hydrogen. It 
is believed that the cavitation regions in these inducers were not similar. 

Comparison of experimental NPSH requirements in water with predicted NPSH was 
good. The required NPSH in water decreased with increasing temperature and increased 
with increasing flow coefficient, similar to that observed for liquid hydrogen. The non- 
cavitating performance of the inducer was unaffected by water temperature. 


INTRODUCTION 

The cavitation performance of an inducer operated in cryogenic rocket propellants 
such as liquid hydrogen is affected by flow conditions, heat transfer, and thermodynamic 
properties of the fluid. These combined effects on cavitation performance, referred to 
as the thermodynamic effects of cavitation, are discussed in detail in reference 1. Sub- 
stantial improvements in the cavitation performance over that for cold water have been 
obtained for inducers operated in liquid hydrogen at temperatiires above 13. 9 K (25^ R) 
as a result of the thermodynamic effects of cavitation (refs. 2 and 3). 



Thermcxiynamic effects of cavitation are negligible in room temperature water; how- 
ever, at higher temperatures above say 366. 5 (660^ R), water exhibits measurable ther- 
modynamic effects of cavitation with trends similar to those of liquid hydrogen (ref. 4). 

The advantages of using water in place of liquid hydrogen in experimental research 
and development testing of rocket engine pumps and inducers include a potential savings 
in cost of fabrication as well as in the operation of test facilities. It is therefore desir- 
able to evaluate the feasibility of such a test procedure by comparing the performance of 
inducers in high temperature water with that obtained in liquid hydrogen. 

A semi -empirical method of predicting the thermodynamic effects of cavitation de- 
veloped from Venturi cavitation studies (ref. 5) has been used to correlate the cavitation 
performance of an inducer in one liquid with that in another fluid (ref. 4). This predic- 
tion method has been used to predict the cavitation performance of several inducers and 
pumps handling various liquids over a range of liquid temperatures and rotative speeds. 

In a previous investigation (ref. 6), the cavitation performance of an 84° helical in- 
ducer in high temperature water was compared with that of a similar inducer in liquid 
hydrogen (ref. 3). Cavitation performance in hydrogen, predicted from water data, was 
shown to be in reasonable agreement with the experimental performance of the hydrogen 
inducer. 

The object of this investigation is to determine the cavitation performance of an 
80. 6° helical inducer in high temperature water and to evaluate the degree to which water 
performance data could be used to predict the performance in hydrogen of a similar in- 
ducer. In the present study, the cavitation performance of the 80. 6° flat -plate helical 
inducer was evaluated in water over a temperature range of 308. 2 to 480.4 K (554. 7° to 
864. 7° R). The required net positive suction head (NPSH) was measured for three nom- 
inal flow coefficients at a rotative speed of 15 000 rpm and for one nominal flow coeffi- 
cient of 10 000 rpm. 

The cavitation performance in room temperature water was also obtained for an 
aluminum 80. 6° inducer of the same design at a rotative speed of 10 000 rpm. The per- 
formance of this inducer had been obtained in liquid hydrogen (ref. 7). This investigation 
was conducted at the Lewis Research Center. 

APPARATUS AND PROCEDURE 
Test Inducer 

The test inducer was a three -bladed, constant lead helical inducer with a tip angle of 
80. 6°. It was machined from 400 series stainless steel with a constant tip diameter of 
12. 639 centimeters (4. 976 in. ) and a hub to tip ratio of about 0. 5. The detailed geomet- 
ric features and a photograph of the inducer are shown in figure 1. A photograph and 


2 


I 


geometric details of the like design aluminum inducer operated in liquid hydrogen are 
shown in reference 7. The leading edges of both inducers were faired on the suction sur- 
face only. 


Test Facility 

The investigation was conducted using the Lewis high temperature water tunnel, a 
closed-loop piamp test facility. The system is described in detail in reference 8. A 
schematic diagram of the loop is shown in figure 2 and a photograph of the facility is 
shown in figure 3. For test operations the loop is filled with demineralized water after 
which the gas content of the water is reduced to less than 3 parts per million by weight 
in an auxiliary degasifying system. Solid matter 5 microns or larger are removed by 
filtering during the degasifying process. The water is then heated to the desired temper- 
ature in the cross -flow heat exchanger which forms a b5q)ass leg around the flow control 
valve. 


Instrumentation and Procedure 

Overall performance of the inducer was obtained by measiiring flow conditions in the 
inlet line approximately 91.4 centimeters (36 in. ) ahead of the inducer blade leading edge 
and 2. 5 centimeters (1 in. ) downstream of the blade trailing edge. Fovir manifolded pipe 
wall static taps and a closed-end calibrated copper -constantan thermocouple at mid- 
stream were located at the inlet measuring station. One shielded total pressure probe at 
midblade height was located at the outlet station. Flow rate was measiu-ed with a Venturi 
meter. Pressure measurements were taken with calibrated strain-gage differential pres- 
sure transducers. Rotative speed was obtained with a electronic frequency counter in 
conjunction with a magnetic pickup. All data were recorded by an automatic digital 
potentiometer. 

The estimated maximum measvirement errors due to instrumentation for the min- 
imum and maximum water temperatures are presented in the following table: (Measvire- 
ment errors at the intermediate water temperatures vary linearly between the given 
values. ) 
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Parameter 

Water temperature limit, K (°R) 


308.2 (554.7) 

480.4 (864.7) 


Error 

1. Inlet total head, m (ft) 

±0.2 (±0.5) 

±0, 6 (±2) 

2. Net positive suction head, m (ft) 

±0.2 (±0.5) 

±1.5 (±1.5) 

3. Head -rise across inducer, m (ft) 

±0.3 (±1.0) 

0.3 (±1) 

4. Rotor speed, rpm 

±30 

±30 

5. Temperature, K (^R) 

0.28 (±0.5) 

0.28 (±0.5) 

6. Venturi flow, percent 

±0.5 

±0.5 


Test operations were conducted at rotative speeds of 15 000 and 10 000 rpm at five 
nominal water temperatures of 308, 2, 394. 3, 422. 1, 449. 9, and 477. 6 K (554. 7°, 

709. 7°, 759. 7°, 809, 7°, and 859. 7° R), The required NPSH was obtained for the nom- 
inal flow coefficients of 0. 100, 0. 110, and 0. 120 at 15 000 rpm and 0. 110 at 10 000 rpm. 
Cavitating performance was obtained by holding the flow coefficient cp constant while 
reducing the inlet pressure (NPSH) tintil the inducer head-rise coefficient tj/ deterio- 
rated to less than 70 percent of the noncavitating value. The noncavitating performance 
was obtained at a sufficiently high value of inducer inlet pressime (NPSH) to insxire that 
cavitation had no effect on the inducer performance while the flow coefficient was re- 
duced. Vapor pressure corresponds to the measxired water temperature at the inlet sta- 
tion. The NPSH is determined as the difference between inducer inlet total head and the 
inlet water vapor head. 

Cavitation performance for the aluminum 80. 6° inducer which had been operated in 
liquid hydrogen (ref. 7) was obtained in room temperature water for the three nominal 
flow coefficients at 10 000 rpm. 


RESULTS AND DISCUSSION 
Noncavltatfon Performance 

The noncavitation performance is defined as that which shows no measurable change 
in inducer head -rise as the NPSH is either increased or decreased at a constant flow co- 
efficient. The noncavitating head-rise coefficient for the 80, 6° helical inducer as a func- 
tion of flow coefficient for several water temperatures is shown in figure 4. The noncav- 
itation performance is vinaffected by changes in water temperature over the range of flow 
coefficients. 
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Cavitation Performance 


The head -rise coefficient ratio as a function of NPSH at several water tem- 

peratures is presented in figure 5 for three nominal flow coefficients at a rotative speed 
of 15 000 rpm and in figure 6 for one nominal flow coefficient at 10 000 rpm. The ver- 
tical dashed lines represent the points at which the value of NPSH equals the velocity 

O 

head Vj/2g at the inducer inlet. At these values of NPSH the local stream static pres- 
sure equals the vapor pressure of the water. Any further reduction in NPSH causes boil- 
ing in the inducer inlet line and the resultant vapor is ingested by the inducer. 

As the water temperature is increased, the required NPSH is decreased. As the 
flow coefficient is increased for a given liquid temperatvire and performance level, the 
required NPSH increases. The data of figures 5 and 6 show that the inducer is capable 
of delivering a usefxil head rise while operating with vapor ingestion at temperatures 
above 450 K (810° R). For a given liquid temperature, the required NPSH was higher for 
15 000 rpm than for 10 000 rpm. 

The required NPSH for a head-rise coefficient ratio of 0. 7 is shown in fig- 

nCy 

ure 7 as a fiinction of flow coefficient a for several water temperatures and a rotative 
speed of 15 000 rpm. Values of NPSH less than the inlet line velocity head Vj/2g are 
indicated by the shaded area on this figure. Data in the shaded area indicate that the in- 
ducer can operate at a head-rise coefficient ratio of 0. 7 with vapor in the inlet 

line. The thermodynamic effects of cavitation or changes in required NPSH are larger at 
the lower flow coefficients. The data in figure 7 also indicate, as did the data in figure 5, 
that the required NPSH increases with increasing flow coefficient for a constant liquid 
temperature; and the required NPSH is substantially reduced for a constant flow coeffi- 
cient as the liquid temperature is increased. 


Predicting Thermodynamic Effects of Cavitation 

A method for predicting the thermodynamic effects of cavitation and the cavitation 
performance of inducers is presented in detail in reference 4. The method is briefly re- 
viewed before presenting the comparison of predicted and experimental cavitation 
performance. 

A heat balance between the heat required for vaporization and that drawn from the 
liquid adjacent to the cavity is used to obtain Ah^, the cavity pressure depression below 
free stream vapor pressure 





( 1 ) 
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With known properties of the fluid, values of Ah^ as a function of vapor to liquid volume 
ratio 'Vy/'Vi can be obtained by a numerical integration of equation (1) which accounts 
for changes in fluid properties as the eqvdlibrium temperature decreases due to the evap- 
orative cooling (ref. 4), The calculated depressions in vapor pressure Ah^ are plotted 
as a function of vapor to liquid volume ratio for a rar^e of temperatures for 

water in figvire 8. 

The absolute value of for a particular inducer cannot be experimentally de- 
termined. However, it is shown in reference 4 that, if a reference value of is 

established experimentally by estimating Ah^, values of relative to this refer- 

ence value can be estimated from the following equation: 



Equation (2) requires geometrically similar cavitating flow conditions, that is, the same 
flow coefficient and the same head -rise coefficient ratio for the desired inducer operating 
condition as for the reference operating condition. 

The inducer cavitation performance for a constant flow coefficient and head -rise co- 
efficient ratio but with changes in liquid, liquid temperature, and/or rotative speed may 
be predicted with the following equation (ref. 4): 


NPSH + Ah^ 
NPSH„f + 



(3) 


For a fixed rotative speed, equation (3) reduces to 

NPSH^^j - NPSH = Ah^ - 


(4) 


which states that a change in NPSH requirements for an inducer in different liquids and/ 
or liquid temperatures is equal to the charge in cavity pressure depression Ah^. The 
prediction method (ref. 4) requires that two experimental test points be available for the 
inducer of interest. These experimental data can be for any combination of liquid, liquid 
temperature, or rotative speed provided at least one set of data exhibits a meas;irable 
thermodynamic effect of cavitation. From these experimental data, the cavitation per- 
formance of that inducer can be predicted for any liquid, liquid temperature, or rotative 
speed. 
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Comparison of Experimental and Predicted Water Performance 


The comparison of experimental with predicted values of NPSH as a function of flow 
coefficient is shown in figure 9 for several water temperatures and a rotative speed of 
15 000 rpm. Experimental data at water temperatures of 308. 2 and 424, 8 K (554. 7® and 
764. 7° R) were arbitrarily chosen to establish reference values of Ah^ and for 

a head-rise coefficient ratio of 0. 7 at a number of flow coefficients. The solid symbols 
represent values obtained from a cross plot of the ejq)erimental data obtained for the 
other water temperatures. Good agreement between experimental and predicted values 

of NPSH is obtained for the values of NPSH greater than the inlet fluid velocity head 

2 2 
Vj^/2g, Predicted values of NPSH below the value of Vj/2g are not useful because sim - 

ilarity of the cavitated flow regions is not maintained when boilii^ occurs in the inducer 
inlet line. Experimental values of NPSH smaller than the inducer inlet velocity head can- 
not be used to establish reference values of Ah^ and for the same reason. 

A comparison of experimental and predicted values of NPSH for the inducer in water 
at 10 000 rpm and several temperatures is shown in the following table. The predicted 
performance is obtained with the reference values of and Ah^ previously estab- 

lished at the rotative speed of 15 000 rpm for the head-rise coefficient ratio of 0. 7. 


Flow 

Water 

Experimental 

Predicted 

coefficient, 

temperature, T 

NPSH 

NPSH 

<P 

K 


m 

ft 

m 

ft 

0. 1090 

308. 2 

554.7 

8.5 

26.0 

8.6 

26. 1 

. 1104 

395.9 

712.7 

7.8 

23.7 

7. 8 

23.7 

. 1120 

424. 8 

764.7 

4.9 

15.0 

5.5 

16.7 


Good agreement is obtained between the experimental and predicted values of NPSH for 
the change in rotative speed from 10 000 to 15 000 rpm. Stress limitations for operation 
of the rotor in water prevented obtainii^ data above 15 000 rpm to determine the extent of 
speed increase for which the prediction method would produce reliable results. 


Considerations of Geometric Similarity 

As previously discussed, the prediction method (ref. 4) requires geometrically sim- 
ilar cavitating flow conditions; that is, similarity of the cavitated regions in the inducer 
at the desired operatir^ condition and the reference operating condition. Therefore, 
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before any comparison of the predicted cavitation performance of one inducer can be 
made with the experimental performance of another inducer of the same design, it is 
necessary to show that geometric similarity of the cavitated regions in the two inducers 
does exist. A comparison of the cavitation performance of the two inducers at the same 
flow conditions and where the thermodynamic effects of cavitation are negligible could 
qualitatively establish this similarity. Agreement between the resvilting curves of re- 
quired NPSH as a function of flow coefficient for a given head -rise coefficient ratio would 
indicate that the vapor volumes for the two inducers are essentially the same for corre- 
sponding flow coefficients and that the inducers are in fact physically identical in design. 
If there are differences between the two curves, it would indicate that the cavitation 
vapor volumes in the two inducers are different. Small deviations in the sharpness or 
angle settings of the blade leading edges between the two inducers, for example, could 
cause such differences in cavitation performance. 

In order to evaluate the similarity of the 80. 6° aluminum inducer which was rxm in 
the tests in liquid hydrogen (ref. 7), and the stainless steel inducer used in the present 
investigation, the aluminum inducer was rvm in the high temperature water tunnel with 
room temperature water. The cavitation performance is compared to that of the stain- 
less steel inducer with water at room temperature where the thermodynamic effects of 
cavitation are negligible. The required NPSH for the two inducers is compared in fig- 
ure 10 for a of 0. 7 and a rotative speed of 10 000 rpm. The performance of the 

steel inducer at 10 000 rpm was scaled from data obtained at 15 000 rpm. Stress limita- 
tions for the aluminum inducer precluded obtaining data in water above a rotative speed 
of 10 000 rpm and at water temperatures above 338. 8 K (610° R). 

The measured required NPSH for the aluminum inducer was nearly the same as that 
for the stainless steel inducer at a flow coefficient of 0. 10, but was 1. 8 meters (6 ft) 
higher at the flow coefficient of 0. 12. The cavitation characteristics for the two inducers 
are apparently different at the higher flow coefficients; therefore, the method of refer- 
ence 4 could not be used to predict the cavitation performance from one inducer to the 
other in any liquid. Close inspection of the leading edge fairings of the two inducers re- 
vealed small geometric differences which probably caused the differing cavitation 
performance. 

It is concluded that it is highly desirable to use the same physical inducer or pump 
rotor in the two different media if cavitation performance is to be scaled from data ob- 
tained in the one media for comparison with that obtained in the other. 

As an independent evaluation of the range of applicability of the prediction method, it 
should be possible to predict the cavitation performance of the aluminum inducer in liquid 
hydrogen at the triple point temperature (13. 8 K or 24. 9° R) from the measm*ed perform- 
ance in room temperature water using equation (3). For both of these conditions the 
thermodynamic effects of cavitation were negligible. The performance in water at a ro- 
tative speed of 10 000 rpm is scaled to compare with that in liquid hydrogen at 
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30 000 rpm. The altiminum inducer performance in liquid hydrogen at 13. 8 K (24.9° R) 
is obtained using the prediction method and experimental data of reference 7 at temper - 
atures of 17. 2 and 18. 9 K (31. 0° and 34. 1° R) and at a rotative speed of 30 000 rpm. 

The results of the comparison are presented in figure 11. Although the agreement is 
good at a flow coefficient of 0. 100, the value predicted from hydrogen data gives an NPSH 
18. 3 meters (60 ft) greater than that for water at a flow coefficient of 0. 116. A number 
of factors may contribute to this difference. These would include mechanical distortion 
of the impeller which could be caused either by high speed in liquid hydrogen, or by high 
blade loadings in water. The effect of Reynolds number on cavitation performance could 
also be a factor. 

A previous investigation of Reynolds number effects on the performance of an 80. 6° 

helical inducer of like design in room temperatvire water indicated the occurrences of 

some changes in cavitation performance with rotative speed for a range of Reynolds num- 
7 7 

ber from 1. 85x10 to 3. 7x10 (ref. 9). Although no consistent trend was observed, it is 

easily possible that the sevenfold change in Reynolds number for the aluminum inducer, 

7 7 

from 2. 8X10 in room temperature water at 10 000 rpm to 19. 5x10 in hydrogen at 

30 000 rpm, could have had a substantial effect on the scaling of its cavitation 

performance. 

Apparently the range of speed and change in fluid properties over which the scaling 
of cavitation performance was attempted for the aluminum inducer was too large for the 
attainment of reasonable accuracy. 


SUMMARY OF RESULTS 

The cavitation performance for an 80. 6° stainless steel helical inducer was meas- 
vired in water at temperatvires from 308. 2 to 480. 4 K (554. 7° to 864. 7° R). The required 
net positive suction head (NPSH) was measured for three nominal flow coefficients, 

0. 100, 0. 110, and 0. 120 at a rotative speed of 15 000 rpm and one nominal flow coeffi- 
cient of 0. 110 at 10 000 rpm. The experimental cavitation performance obtained in high 
temperature water was compared with predicted cavitation performance obtained usii^ an 
available semi -empirical prediction method. The ejq)erimental cavitation performance 
of the stainless steel inducer and an alxuninum inducer of the same design was compared 
in room temperature water. The aluminum inducer had also been operated in liquid hy- 
drogen in another facility. 

The followir^ principal results were obtained: 

1. The required NPSH in water decreased with increasing water temperature and in- 
creased with flow coefficient similar to that observed for the like aluminum inducer in 
liquid hydrogen. 
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2. The predicted and experimental values of NPSH for the stainless steel inducer in 
high temperature water were in good agreement. 

3. The noncavitating performance of the stainless steel inducer was essentially in- 
dependent of the water temperature. 

4. Comparison of the experimental cavitation performance for both inducers in room 
temperature water indicated that the cavitated regions in the inducers were not similar at 
the same flow conditions. The dissimilarity of cavitation was probably caused by small 
differences in the geometry of the leading edge fairings. It is highly desirable to use the 
same physical inducer in such cavitation scaling investigations. 

5. Cavitation performance for the aluminum inducer in room temperature water at 
10 000 rpm could not be accurately scaled to that predicted from experimental data for 
the same inducer in liquid hydrogen at 30 000 rpm. Differences of predicted cavitation 
performance in liquid hydrogen were attributed to distortion of blade leadii^ edge fairing 
geometry by high rotative speed or changes in hydrodynamic loading between the two 
liquids, and the effects of large changes in Reynolds number on cavitation performance. 

Lewis Research Center, 

National Aeronautics and Space Administration, 

Cleveland, Ohio, March 14, 1972, 

764-74. 
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APPENDIX - SYMBOLS 


Cp specific heat of liquid, J/(kg)(K); Btu/(lbm)(°R) 
g local acceleration due to gravity, 980 m/sec^; 32. 163 ft/sec 

vapor pressure head, m; ft 

Ah^ cavity pressure drop below vapor pressure, m; ft 
L latent heat of vaporization, J /kg; Btu/lbm 

N rotational speed, rpm 

NPSH net positive suction head, m; ft 
T temperature, K; °R 

inlet velocity, m/sec; ft/sec 
I vapor -volume to liquid -voliime ratio 
a thermal diffusivity, m^/hr; ft^/hr 

liquid density, kg/cu m; Ibm/cu ft 

Py vapor density, kg/cu m; Ibm/cu ft 

(p flow coefficient 

i// head -rise coefficient 

*^nc noncavitating head -rise coefficient 

’/^/’/^nc cavitating to noncavitatir^ head -rise coefficient 

Subscript: 
ref reference 
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Radius; ' \ — 

Tip 0.013 cm \ 4.7° 

(0.005 in.) \ 

Hub 0.039 cm \ Axial 

(0.015 in. direction 

Tip helix angle (from axial direction), deg 80.6 

Rotor tip diameter, cm (in.) 12.639(4.976) 

Rotor hub diameter, cm (in. ) 6.294(2.478) 

Hub-tip ratio 0.517 

Number of blades 3 

Axial length, cm (in. ) 5.08(2.00) 

Peripheral extent of blades, deg 290 

Tip chord length, cm (in.) 31.12(12.25) 

Hub chord length, cm (in. ) 16.15(6.36) 

Solidity 2.350 

Tip blade thickness, cm (in. ) 0.25(0.10) 

Hub blade thickness, cm (in.) 0.38(0.15) 

Radial tip clearance, cm (in. ) 0.064(0.025) 

Ratio of tip clearance to blade height 0.020 


Figure 1. - Geometric details of 80.6° helical inducer. 
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Outlet wall 
static pressure 
taps^ / 







Figure 4. - Noncavitating performance of 80.6° helical inducer in water at 
rotative speed of 15 000 rpm and net positive suction head of 73. 2 meters 
(240 ft). 


15 



Head-rise coefficient ratio, vp/ip 







fh//h 'on 








Depression in vapor pressure due to vaporization, Ah^, 
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Net positve suction head, NPSH, 





Predicted net positive suc- 
tion head, NPSH, ft 


I 



Flow coefficient, (p 

Figure 10. - Comparison of required net positive suction head for two 80.6° helical inducers in 
room temperature water at head-rise coefficient ratio of 0.7 and rotative speed of 10 000 rpm. 



.98 .102 .106 .110 .114 .118 .122 

Flow coefficient, (p 


Figure 11. - Comparison of predicted net positive suction head for 80.6° helical inducer 
In hydrogen at head-rise coefficient ratio of 0. 7, rotative speed of 30 000 rpm, and a 
hydrogen temperature of B. 8 K. 
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shall provide for the widest practicable and appropriate dissemination 
of inf or??/ at ion concerning its activities and the results thereof.'' 

— National Aeronautics and Space Act of 1958 


NASA SCIENTIFIC AND TECHNICAL PUBLICATIONS 


TECHNICAL REPORTS; Sciemific and 

technical information considered important, 
complete, and a lasting contribution to existing 
knowledge. 

TECHNICAL NOTES: Information less broad 
in scope but nevertheless of importance as a 
contribution to existing knowledge. 

TECHNICAL MEMORANDUMS: 
Information receiving limited distribution 
because of preliminary data, security classifica- 
tion, or other reasons. 

CONTRACTOR REPORTS: Scientific and 
technical information generated under a NASA 
contract or grant and considered an important 
contribution to existing knowledge. 


TECHNICAL TRANSLATIONS: Information 
published in a foreign language considered 
to merit NASA distribution in English. 

SPECIAL PUBLICATIONS: Information 
derived from or of value to NASA activities. 
Publications include conference proceedings, 
monographs, data compilations, handb(X)ks, 
sourcebooks, and special bibliographies. 

TECHNOLOGY UTILIZATION 
PUBLICATIONS: Information on technology 
used by NASA that may be of particular 
interest in commercial and other non-aerospace 
applications. Publications include Tech Briefs^ 
Technology Utilization Reports and 
Technology Surveys. 


Detaiis on the avaitabiiity of these publications may be obtained from: 

SCIENTIFIC AND TECHNICAL INFORMATION OFFICE 

NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 

Washington, D.C. 20546 



